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June 14, 1907 804 

Report from, Cienfuegos — Inspection and fumigation of vessels — Quar- 
antine regulations enforced — Summary for month of May, 1907. 

Acting Assistant Surgeon Marsillan reports, June 3: 

Week ended June 1, 1907. 

Vessels inspected 8 

Vessels inspected and fumigated 1 

Bills of health issued 4 

Crews inspected 102 

Crews inspected, taken on here 2 

The German steamship Pallas, from Cristobal, Canal Zone, and 
bound for New Orleans, was fumigated by this office on May 27 last. 
On inspection all temperatures were found normal except in one of 
crew, who had 103.3° F. This fact was mentioned on the bill of health. 

Two crews have been taken on here, one by the Spanish steamship 
Ida, from Manzanillo, bound for a port in the United States, and one 
by the British steamship Kestor, from Veracruz, and bound for Bos- 
ton. Both in good health. 

On May 28 last a cable from the Bureau reached this office directing 
me to enforce provisions of paragraph 108 of the quarantine regula- 
tions, and I immediately so informed all agents of steamship compa- 
nies and sailing vessels. 

No quarantinable disease entered the port during this week. 

The sanitary condition of the city is satisfactory. 

Transactions for the month of May, 1907. 

Vessels inspected 17 

Vessels inspected and fumigated 4 

Bills of health issued 21 

Crews inspected 738 

Crews inspected landed here 1 

Crews inspected taken on here 2 

Passengers inspected — 6 cabin, 1 steerage — left here 7 

Immune certificates issued 

No quarantinable disease entered the port during this month. Lep- 
rosy is present in the city. 

The sanitary condition of the city and surrounding country during 
the month has been satisfactory. 

There were no transactions for the Canal Zone or the Eepublic of 
Panama during the month. 



Report from, Habana — Inspection and fumigation of vessels — Quar- 
antine regulations in force from May 29 — Yellow fever from Ilabana 
and Santa Clara provinces. 

Passed Assistant Surgeon Stansiield reports, June 3: 

Week ended June 1, 1907. 

Vessels inspected and bills of health issued 22 

Vessels not inspected and bills of health issued 10 

Crew of outgoing vessels inspected 1, 002 

Crew of outgoing vessels not inspected 354 

Passengers of outgoing vessels inspected 852 

Immune certificates issued to passengers going to Florida ports 48 

Immune certificates issued to passengers going to New Orleans 22 

Vessels fumigated prior to sailing 9 



